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/VBSTRACT: 

The effects of geometry and Reynolds number on the attachment of a jet 
to a convex wall and the mechanism of high pressure recovery in convex- 
walled amplifiers are investigated. The results are presented in terms 
of normalized parameters in a form suitable for comparison with theoreti- 
cal results. Reasonably good agreement is obtained between the experi- 
mental results and those predicted theoretically by Gortler and Glauert, 
particularly for regions of flow away from the control port. The effects 
of the wall setback and control port are most pronounced in a region near 

the power nozzle where u /U attains values as high as 1.25. 
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The research described in this report is a part of work initiated 
under the general research program of the Harry Diamond Laboratories of 
the U. S, Army Materiel Command on the characteristics of load- 
insensitive, convex-walled, bistable amplifiers. A comprehensive ex- 
perimental study of the performance characteristics of bistable ampli- 
fiers with straight, convex, and concave-walled amplifiers was reported 
in the previous annual report ‘*NU Hydro-Report No. 033-TS, July 1967” 
and in the paper entitled "The Comparative Performance Characteristics 
of Vented and Unvented, Cusped, and Straight and Curved-Walled Bistable 
Amplifiers" by T. Sarpkaya and Joseph M. Kirshner, Paper F3, Third Cran- 
field Fluidics Conference, 8-10 May, 1968, Turin. 
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INTRODUCTION 



The most critical parameters affecting the performance of a bistable 
amplifier are the sidewall setback, splitter location, receiving aperture 
width, location of vents, splitter-cusp radius, and the shape of the 
Coanda-walls . The effect of the variation of all these parameters has 
previously been investigated and reported by Sarpkaya (1) and Sarpkaya 
and Kirshner (2). It has been concluded that a vented, convex-walled 
ajnplifier exhibits nearly ideal performance characteristics and that the 
understanding of the underlying reasons could only come from an extensive 
study of the attachment and separation of a turbulent jet to and from a 
curved surface set back relative to the power jet and control port. 

Most of the researchers in the field of fluidics dealt with straight- 
walled amplifiers. The attachment of a fluid jet to a curved wall and 
its subsequent separation has been used by some investigators as the basis 
of a fluid amplifier element. Researchers in the U.S.S.R. used an air 
foil geometry and supply jet exiting tangentially to the surface (3). A 
control jet opposed to the supply jet induced early separation. Curtiss, 
Liquornic, and Feil employed separation from a curved surface in a curved 
elbow amplifier (4, 5). Kadosch (6) studied the separation of jets from 
curved surfaces and used the principle in a fluidic oscillator. In all of 
these devices, the separation of the jet from the curved surface is con- 
trolled by a small secondary flow injected into a boundary layer. The 
performance of these devices depends on the proper selection of the ge- 
ometry and the parameters associated with it. 
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Newman (7) and Kadosch (6) studied the separation of a jet with 
turbulent boundary layer from a curved wall. In these studies, one lip 
of a two-dimensional slot was assumed to extend in the form of a circular 
cylinder and there was, in the geometry chosen, neither a control port 
nor a setback. McGlaughlin and Greber (8) carried out experiments on 
such a curved-wall device for Reynolds numbers below the critical range 
and investigated the feasibility of the development of an electro-pneumatic 
converter by heating the curved wall. Although most of these studies were 
conducted for the purpose of developing suitable fluidic devices, part of 
the attention was due to the possibility of obtaining thrust-vector con- 
trol for applications on V/STOL aircraft. The possibility of thrust aug- 
mentation due to air entrainment and increased mass flow in the jet sheet 
has been considered by Bailey (9), Von Glahn (10), Mehus (11), Von Kar- 
man (12), and McKinney (13). Some of the lifting devices employed on 
V/STOL vehicles such as the jet-augmented flap exhibit behavior similar 
to that of the Coanda flow about curved surfaces. 

It is apparent from the foregoing discussion that the information de- 
rived from a comprehensive study of the flow over a curved surface would 
have broad applications not only to all fluidic devices derivable from 
flow over curved surfaces but also to other related fields such as the de- 
velopment of V/STOL aircraft. 

The hydrodynamic analysis of the turning of laminar or turbulent 
plane jet sheets is rather incomplete. At low Reynolds numbers, the lami- 
nar jet separates from the curved surface after only a relatively short 
distance from the jet exit. The separated jet becomes turbulent some 
distance downstream of the separation point. At some critical Reynolds 
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number, the turbulent jet reattaches to the surface. This results in an 
enclosed separation bubble. The reattached turbulent jet again separates 
at a point downstream of the bubble. As the Reynolds number is further 
increased, the reattachment point moves upstream, but the separation 
points do not change significantly. The bubble size decreases with in- 
creasing Reynolds numbers and finally vanishes. According to the measure- 
ments of Liepman and Laufer (14), transition in a free jet occurs at a 
distance 7x10^ v/U from the exit. The mixing layers finally emerge in 
the center of the jet and if Ub/v is sufficiently large, a fully turbulent 
jet is obtained about 10b downstream of the exit. Newman (7), in the case 
of a two-dimensional jet round a circular cylinder, found that the tran- 
sition in the outer part of the emerging flow occurs at a distance of 
about 3x10^ v/U and in the inner boundary layer in a region extending from 
2x10^ v/U to 7x10^ v/U. 

By considering the flow in the hodograph plane, potential theories 
have been obtained by Lighthill (15), Metral (16), Metral and Zerner (17), 
and Yen (18) for two-dimensional incompressible jets flowing round various 
cylindrical shapes with the surrounding fluid at rest. These theories 
predicted an increased mass flow from the slot but of necessity neglected 
the entrainment of the surrounding fluid by the jet and failed to predict 
either the reattachment of the jet flow to the surface or its final sepa- 
ration from the surface. 

Two additional theoretical studies which have some bearing on the 
present study are due to Gortler (19) and Glauert (20). Gofrtler, assuming 
the eddy viscosity to be constant across the flow at each x and therefore 
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proportional to u y , obtained a solution for the local mean velocity 
m m/2 

in a two-dimensional free turbulent jet as 



or 
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where o is a constant. The measurements of Reichardt (21) and Forthmann 
(22) indicated that for small values of x/b, the flow v^?as not independent 
of the nozzle width b, and that o varied from 12 near the nozzle to 7.7 
at large values of x/b. 

Glauert (19), who introduced the term ’’wall jet”, obtained solutions 
for both laminar and turbulent, radia'* and plane wall jets. The mean ve- 
locity profile consisted of an inner boundary layer (y < y ) and an outer 

m 

half jet. The inner profile for the plane turbulent wall jet, as com- 
puted numerically by Glauert, is shown in Fig. 1. The file is 

similar to that of a free jet and is given by 
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Measurements in a plane turbulent wall jet have been carried out by 

Forthmann (22) and Sigalla (23) for values of u (y y )/v ranging from 

m m/ z m 
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Fig. 1 Boundary Layer Mean Velocity Profile of the 

Turbulent Wall Jet 



A A 

3.5 X 10 to 9 X 10 , and it was found that y^ly^i2 nearly con- 

stant at about 0.15. The experiments have also shown that the eddy vis- 
cosity in the outer part of the wall jet is smaller than that of a free 
jet. This conclusion, as will be seen later, is dependent upon the 
shape of the bounding wall. 

Newman (7) carried out a dimensional analysis for the flow of a two- 
dimensional, incompressible, turbulent jet round a circular cylinder 
where one lip of the nozzle of width b joins the cylinder tangentially 
(no setback or control port), and found that, for large values of the 
Reynolds number. 




f(®) and 
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ceases to 



For angular positions sufficiently far from the nozzle, 
be a function of b/R, and for sufficiently large Reynolds numbers it re- 
mains nearly constant. Furthermore, measurements of Newman have shown 

that y /^, R and 6 may be correlated empirically by 
m/ 2 

^ . O.U ( 1 * 1,5 ^ ) (4) 

Re R 

which represents a straight line in terms of y ,_/R 6 versus y ,^/R. A 

m/2 m/2 

comparison of the results obtained from Eq . (4) with those obtained for 

a plane wall jet shows that the flow round a circular cylinder spreads 

more rapidly than a wall jet and that for y/y > 0.05, the effective 

m/2 

eddy viscosity is similar to that of a free jet, Newman attributed the 
latter to an increased mixing associated with the flow curvature in the 
outer part of the flow. 

The ultimate objective of the investigation reported herein is the 
understanding of the complex mechanism which provides a convex-walled 
vented amplifier with pressure recoveries which are in excess of those 
obtained by an analysis based on isentropic flow assumption. To this end, 
the first part of the study has been devoted to the understanding of the 
characteristics of flow over convex walls (without vents) and to the 
accumulation of velocity and pressure data. The method of securing data 
and the comparison of the experimental and theoretical results are subse- 
quently presented. 
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EXPERII4ENTAL EQUIPMENT AND PROCEDURE 



The arrangement of the experimental apparatus is shown in Fig. 2. 
Air, at approximately 170 psig, was supplied to the system through a 
series of pressure regulators and an appropriately sized, calibrated 
rotameter. Pressures at the rotameter, power jet, and at the pressure 
taps along the convex wall were monitored by a differential-pressure 
transducer. Individual pressure readings were taken by opening and 
closing appropriate valves on a common pressure manifold. The output of 
the pressure transducer was monitored by a two-channel amplifier-recorder 
system. 

A Pitot tube coupled with a micrometer barrel was used to take the 
velocity profiles. Velocities were measured at various angular positions 
along the radial lines in the mid-plane of the quadrant. 

Test Section 

The test section was fabricated from a sheet of one-inch plexiglas 
placed between two 1/2” sheets of plexiglas (see Figs. 3 and 4). The two 
movable sections which bound the power jet were cut to appropriate di- 
mensions and then cut to final dimensions on a milling machine. The 
static pressure tap for the power jet was then drilled in the upper panel 
and the faces in contact with the fluid were given a final hand polishing 
with rouge. The upper and lower panels were then clamped with a 1/4” 
gage block between them for the power jet. The two panels were then 
glued together at the entrance end with a ”T” block which provided the 
transition from the inlet tube to the rectangular power jet. 
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A circular block was cut out of a one-inch plate to form the quad- 
rant. After machining the block to approximately a ten-inch diameter, 
the pressure taps were drilled in the periphery. These holes were 
drilled with a //67 drill, on an indexing head, every 6 degrees; staggered 
1/16” off center as follows: center line, 1/16” left of center line, 

1/16” right of center line, center line, etc. The quadrant was then cut 
out of the block and all surfaces were carefully polished. 

In order to make the panel assembly movable in two directions and 
thus to provide for variable setbacks and control port widths, 1/4” 
square holes were provided around all edges of the panel assembly at 
approximately two-inch intervals. The panel assembly was made movable 
instead of the quadrant because of the large number of pressure taps 
emanating from the quadrant. 

The two side plates were made of 1/2” plexiglas sheets. A circular 
slot for the Pitot tube jig was machined in both side plates. These 
slots had a common center of curvature with the quadrant to ensure con- 
sistent radial settings of the Pitot tube. The quadrant was then dowelled 
to one of the side plates as a reference. The panel assembly was then 
placed next to the quadrant to establish the zero setback condition with 
a depth micrometer. The test section was completed by placing the other 
side plate on top of the quadrant and the panel assembly, and bolting the 
resulting assembly together. 

Procedure 

Each run consisted of first selecting a proper setback, flow rate, 
and control port condition (open or closed). Then the following 
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parameters were recorded: (1) atmospheric pressure and temperature; (2) 

rotameter outlet pressure; (3) power jet wall pressure; (4) wall 
pressures along the quadrant (14 taps); and (5) velocity readings every 
0,05" from the quadrant and every 12® along the quadrant. 

Each one of the three setbacks used (0,025", 0.050", and 0.075") 
was set into the test section with a depth micrometer. A 1/4" gage block 
was inserted into the control port during the above measurement to main- 
tain the parallelism of the sides of the control port. This was necessary 
because the control port boundaries were formed by the quadrant and panel 
assembly which are not directly coupled. 

The flow rate was established with the use of a calibrated rotameter 
and six flow rates were used for each setback and control port condition. 
These flow rates resulted in Reynolds numbers (based on the hydraulic 
diameter of the power jet) ranging from approximately 16,000 to 35,000. 

Or, in terms of the Reynolds number based on the power jet width of 1/4", 
from approximately 9,800 to 22,000. 

The calibration of the system was accomplished by connecting a 
pressure transducer and a micromanometer to a pressure manifold. The 
atmospheric reference valve was opened and the manometer zeroed. Then the 
reference valve was closed and the valve from the power jet pressure tap 
was opened to provide a pressure source. The flow rate was then adjusted 
until the manometer again was zeroed on 1" of water. by adjusting the 
gain of the amplifier, a full scale deflection of 50 mm was achieved with 
attenuation on position //I. The linearity of the recording system was 
checked with various amounts of pressure. No deviation from the straight 
calibration curve was detected. 
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After selecting the setback and choosing the condition of the control 
port, and balancing and calibrating the recorder, a typical run was made 
as follows: 

(1) A specific flow rate was set with the rotameter; 

(2) Tlie reference valve was opened and the recorder positioned to 
zero; 

(3) The reference valve was closed and the rotameter outlet pressure 
valve was opened; 

(4) After the pressure was recorded, the pressure valve was closed 
and the reference valve was again opened, thus referencing the 
pressure readings to atmospheric pressure; 

(5) The above procedure was repeated for the power jet pressure and 
the 14 pressure taps along the quadrant; 

(6) With the valve manipulation remaining the same, the velocity 
profiles were taken at 6, 18, 30, 42, 54, 66, and 78 degrees 
around the quadrant. 

The data obtained through the procedure described above have been 
normalized through the use of appropriate parameters and are presented 
graphically in the next section. 
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DISCUSSION OF RESULTS AND CONCLUSIONS 



Firstly, various pressure and velocity profiles and the overall 
characteristics of flow will be discussed. Finally, a comparison will 
be made between the experimental results and those obtained from the 
analyses of Gdrtler and Glauert. 

Figures 5 and 6 present the normalized pressure versus the 

angle 0 for the setbacks of 0.025’* and 0.075”, for a Reynolds number of 
12,300, and for both open and closed control-port conditions. It is 
apparent from these two plots that there is a large number of pressure 
oscillations near the nozzle and particularly for smaller setbacks. The 
nonuniformity of the pressure distribution along the wall and the insta- 
bility of the jet are in essence commonly observed flow characteristics 
in fluid amplifiers with relatively small setbacks. The mechanism which 
causes the pressure oscillations is not well understood. Similar oscil- 
lations are also observable on the data presented by Newman for the case 
of a tangential jet flow round a circular cylinder. Newman preferred to 
represent his data with a mean curve and made no mention of the pressure 
oscillations . 

Extensive and repeated measurements of the wall pressures along the 
quadrant have verified the existence of pressure oscillations with result- 
ing modifications of the velocity distribution in the boundary layer. It 
is quite possible that for very small setbacks, the jet is undergoing a 
series of attachments, separations, and reattachments within a region 
close to the nozzle or the control port. As the setback increases, the 
low pressure region remains fairly constant and extends as far as 60 
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Heprees from the outlet of the power jet and shortly thereafter the wall 
pressure rises sharply. Although it is not possible to assign a specific 
angular position to the point of separation, Figs. 5 and 6 show that the 
separation point (A better terminology would be "separation zone".) is 
approximately between 0 = and ^0®. It is further observed that as 

the setback increases, the magnitude of the normalized pressure P,./P^ 
remains relativelv constant until separation occurs. This is true even 
though the magnitude of the wall pressure does not change significantly. 

It is obvious that the increased setback leads to a more stable reattach- 
ment. It should also be noted that the separation point is relatively 
insensitive to the amount of setback even though the point of separation 
is not as clearly defined for smaller setbacks as it is with larger set- 
backs . 

Figures 7-12 show the normalized velocity profiles for a Reynolds 
number of 12,300 for the two setbacks of 0.025" and 0.075" and for various 
angular positions and control port conditions. It is immediately apparent 
from the data that the effect of the control port condition on the veloci- 
ty profile is most significant on the profiles closer to the power jet 
than on those at larger angles. As a matter of fact, it is for this very 
reason that the experimental velocity distributions for the region under 
consideration deviate more significantly from those predicted theoreti- 
cally as will be discussed later. It should, however, also be noted that 
a good agreement is not expected in view of the fact that the assumptions 

II 

governing the theories due to Gortler and Glauert do not include, among 
other things, either the presence of a control port or of a setback. 
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It is also apparent from Figs. 7-12 that the closed control port 
condition produces a velocity profile whose maximum occurs relatively 
closer to the curved wall. In other words, the jet, as would be antici- 
pated, is "pulled" closer to the boundary due to the vacuum established 
in the control port. The difference in the velocity profiles due to 
various control port conditions diminishes rapidly as the angular po- 
sition increases, i.e., as the jet gets farther away from the nozzle. 

The difference in tne velocity profiles due to various control port con- 
ditions diminishes rapidly as the distance to the section under consider- 
ation increases. 

Figures 13 and 14 show the normalized pressure distributions, simi- 
lar to those presented in Figs. 5 and 6, for a Reynolds number of 20,200. 
The observations regarding the condition of the control port remain valid 
for this particular Reynolds number also. Once again the magnitude of 

the normalized pressure p /P remains essentially unchanged for the two 

w s 

values of setback. Furthermore, not only is the parameter p /P rela- 

w s 

tively insensitive to setback but also to P^eynolds number. 

Figures 15 through 20 present the velocity profiles as before except 
for Re = 20,200. The data bear out once again the effect of the vacuum 
provided by the closed control port on the position of the jet, and on the 
velocity distribution. 

Figures 21 through 26 present a comparison of the normalized velocity 
profiles for Re = 20,200 with those obtained from the analyses of Gortler 
and Glauert. The comparison is presented only for the open control port 
condition. As anticipated, the effect of the control port and the setback 
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on the velocity profile, which are not present in the theoretical analy- 
sis, is most evident for the angular positions closer to the power jet. 
Figures 21 and 22 show that the theory predicts larger velocities than 
those obtained experimentally. As the angle of radial position is in- 
creased, i.e. 0 = 42 and 78 degrees, the agreement between the theoretical 
and experimental results is considerably improved. As a matter of fact. 
Fig. 26 shows that there is fairly good agreement between the two studies. 

In conclusion, it can be stated that for a given Reynolds number, an 
increased setback will result in a more stable jet attachment to the 
boundary. Also an increased Reynolds number tends to stabilize the 
attachment for a given setback. This is evidenced by both the pressure 
and velocity profiles. 

Of special interest is the finding that the magnitude of the parame- 
ter p /P is almost insensitive to Reynolds number, setback, and control 

w s 

port conditions. This is quite remarkable in view of the ranges of 
values investigated. 

As predicted by Newman, on the basis of phenomenological consider- 
ations, the separation angle was relatively insensitive to Reynolds number 
within the range of Reynolds numbers investigated. But the fact that the 
separation angle was also relatively insensitive to the value of the set- 
back and control port condition was wholly unexpected. 

The foregoing discussion has been confined to setbacks of 0.025” and 
0,075”, although the experiments included an intermediate setback of 
0.050”. The data obtained with that particular setback, though not pre- 
sented herein for the sake of brevity, have in every respect confirmed the 
conclusions advanced so far. 
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The ultimate purpose of the inves tip,ation reported herein was, as 
previously stated, the understanding of the mechanism which provided, in 
convex-walled vented amplifiers, pressure recoveries which are in excess 
of those obtained bv one dimensional isentropic flow analysis. In order 
to account for the excess energy (per unit mass) recovered at the load 
port, beyond and above that provided bv the source, the necessity of 
additional outputs, such as a vent and/or a snlitter plate, at which the 
average energv per unit mass is lov;er than that at the input, has been 
recognized. The explanation of a convincing and experimentally verifiable 
mechanism required that: (a) there must be a Coanda wall along which the 

energv loss due to friction is relatively smaller tlian that along a 
straight Coanda wall: (b) the Coanda wall must be such that the resulting 
flov; can rapidly undergo an energv redistribution v;ith high energy flow 
concentrating near the core and the low energv flov; at the two sides of 
the core: (c) the energy redistribution must be such that the energy per 
unit mass at the high-energy regions is higher than that at the input; 
and finally, (d) there must be two outputs (a vent and a splitter plate) 
to discharge or "skim off" the low energv flow. 

A careful analysis of the velocity profiles (including those not 
presented herein) have sho^m that all of the requirements cited above 
are satisfied with a convex-walled vented amplifier and that the expla- 
nation of the excess-energy recovery meclianism lies in the distribution 
of the resulting velocities. In order to proceed with a systematic 
development of tlie understanding of the mechanism, we will first consider 
the free laminar and turbulent jets. Numerous analyses and experiments 
have shown that (see for example Schlicht ing/ s Boundary Layer Theory) in 
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two-dimensional laminar jets the center-line velocity decreases with 
rilstance from the nozzle as and in two-dimensional turbulent jets 

as The corresponding ratio for a circular jet is x”^ regardless of 

wliether the jet is laminar or turbulent. Thus in a free jet Uj^/IT^ is 
alwavs less than unitv and decreases rapidlv with distance. This con- 
clusion is equally valid for the velocity profiles in a jet deflected 
by an inclined plate (7). Consequently , either in a free jet or in a 
jet deflected bv an inclined plane wall, nowhere the energy per unit mass is 
greater than that at the input. In a flow along a convex wall, however, 
Up^/r^ first increases to about 1.25 and then decreases slowly to about 
0.5 as the distance along tlie quadrant increases. Thus there is a region 
or central core in v;hich the energy per unit mass is considerably larger 
(about 50"< larger) than that in the nozzle. It should also be remembered 
that in the nozzle, where the flov; is a fully developed turbulent flow, 

Uj^/Vq is about 0.22. Consequently, the maximum velocity in the jet varies 
from 0.^2 at the nozzle to about 1."^ as the jet proceeds along the curved 
wall. In order to take full advantage of the energy-redistribution and 
to direct the high energy flow into the load port before the ratio Uj^/T-q 
]') egins to decrease, one must place the splitter plate as close as possible 
to the nozzle (without mal'ing the jet unstable), drain the low energy flow 
near the vjall through the vent, and finally, deflect away from the load 
port the lox\^ energy flow at the upper portion of the jet by means of the 
splitter plate. It is in tliis sense that the splitter plate skims off 
from the top of the jet, the Iovt energy flow and serves as a '’skimmer plate” 
rather than as a "splitter plate”, (See Fig. 27). The resulting process 
may be regarded as the selective withdrawal of the high energy flow from 
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the load port (See Fig. 28). 

Ar far as the effect of the control port condition Is concerned, it 
is clear from the velocity profiles that it has very little influence on 
the energy recovery of the amplifier. Thus the explanation of the mecha- 
nism of obtaining high pressure recoveries lies in tfie concentration of 
high energy flow in the central core of the deflected jet and in the 
withdra\7al of the low energy by moans of vents and the splitter plate. 

The same process does not occur in the straight-walled amplifiers because 
nowhere in the velocity profile along the wall exceeds unity (7) . 

A theoretical analysis of the turbulent flow along a circular arc 
through the use of a suitable mixing length hypothesis and the reasons 
for tile attainment of velocity ratios larger than unity will be 

presented in the near future. 
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FIGURE 2. SCHEMATIC OF TEST SECTION 
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FIGIEE 3 EXPiiElKi£NTAL EQUIPMENT 
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FIGURE 5. NORMALIZED QUADRANT PRESSURE PROFI 
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FIGURE 6. NORMALIZED QUADRANT PRESSURE PROFi: 
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FIGURE 7. NORMALIZED VELOCITI PROFILE 
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FIGURE 8. NORMALIZED VELOCITY PROFILE 
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FIGURE 9. NORMALIZED VELOCITY PROFILE 
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FKURE 10. NORMALIZED VELOCITY PROFILE 
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FIGURE 11. NORMAXIZED VELOCITY PROFILE 
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FIGURE 13. NORMALIZED QUADRANT PRESSURE PROFILE 
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FIGURE 14. NORM/ILIZED QUADRAl'IT PRESSURE PxROFILE 
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FIGURS 15. NORI-IALIZED VELOCITY PROFIUS 
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FIGURE 16. NORMALIZED VELOCITY PROFILE 
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FIGURE 17. NORMALIZED VELOCITY PROFILE 
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FIGURE 18. NORMALIZED VELOCITY PROFILE 
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FIGURE 19. NORMALIZED VELOCITY PROFILE 



42 



y/R 




FIGURE 20. NORMALIZED VELOCITY PROFILE 
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FIGURE 21. 



CO!TARISON OF GOHTLER - GUUEHT SOLUTION 
WITH EXFSRHEMTAL DATA 
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FIGURE 23. COMPARISON OF Gb*RTLER - GUUERT SOLUTION 
WITH EXPERIMENTAL DATA 
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FIGURE 24, COMPARISON 0? G*JRTLER - GLAUERT SOLUTION 
WITH EXPERIMENTAL DATA 
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WITH EXPERDfflJfrAL DATA 
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VTETH EXPERII'EiNTAL DATA 
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FIGIEE 28 CONVEX-WALLED AMPLIFIHl 
(See References No* 1 and No. 2 ) 
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